


ARLEC Light Kit 


Assembly Instructions 





Feed the lamp wires through the threaded adapter (attached at the centre of the light base). 
Insert the threaded adapter to the opening of the motor shaft and secure it by turning the light base 
in anti clockwise direction. Make sure there is enough clearance between the globe and the wires 
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IMPORTANT: DISCONNECT POWER SUPPLY. 
INSTALLATION OF LIGHT KIT AND WIRING TO LIGHT/FAN SWITCH 
MUST BE PERFORMED BY A LICENCED ELECTRICIAN 
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